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Mr, Frank Stanton 

President 

Columbia Rroadcasting System, Inc. 
185 Madison Avenue 

New York 22, New York 


Tg@ar Sr. Stanton: 


During the absence of General Walter Bedell 
Smith, I wish to acknowledge and thank you for 
the copy of the C. B.S. 1951 Annual Report to 
ere which you so thoughtfully sent to 

in. 


The report will be brouvht to General Smith's 
attention immediately upon his return to the office. 


Sincerely yours, 


ale = the Director 
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